Multi-Input LCD Monitor 

LMD-1041 



With the Sony LMD-1041, not only computer signals, but also a wide variety of video 
signals are viewable at your command. This versatile monitor uses proven Sony circuit 
technology developed in CRT monitors to provide unsurpassed video picture quality. 
Enjoy brilliant color reproduction, smooth high-resolution images and bright pictures 
showcased by this monitor. With multi-signal input and 
excellent video image reproduction, the Sony LMD-1041 
is perfect for multimedia applications, conference rooms, 
video product demonstrations, companies presentations, 
portable video monitoring, information system in kiosks, 
and many other uses. 





